27/10/2016*


Some days ago I had no fire to light my sigarettes I now still smoke you know, 

well I filmed to check under my seats of my car, but by filming out while reaching thru out the 

areas underneeth, no luck, but just as I was back indoor back in my living place, my low torso

started to hurd so severely asif someone took a spine bonemerrow sample or so,

now about almost a week later I feel much less pain and I think the situation has settled,


The problems to not  be able to afford is the technological security protection to have not 

filmed but just showed imaging but my click to start filming was not effective but I thought it was.


So we must check me because the other past time I was so hurd morotrically bonely was when they

in Zoersel probed my bone knob with the non cancerious tumor enducing attempt murder attack.


I hope to survive the upcoming months and beyond without suddenly be diagnosed by a lethal sure seath cause 

illment.


We hope, they just probe. 